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UNCLASSIFIED 

PAGE 01 WELLIN 05267 290617Z 
ACTION EA- 12 


Message Text 


INFO OCT-01 ISO-OO OES-09 COME-OO HEW-06 /028 W 

014913 300534Z/13 

R280512Z SEP 78 
FM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC 6323 


UNCLAS WELLINGTON 05267 


E.O.l 1652:N/A 

TAGS: OGEN, ETRD, TBIO, EIND, NZ 

SUBJECT: FDA ADVISORY - FIRM INITIATED RECALLS OF ALL 
"STERILE" RENAL MEDICAL DEVISES (RECALL NO. T-135/31 1-8) 

REF: INFORMATION LETTER DATED SEPTEMBER 15, 1978 

1 . NEW ZEALAND AGENT FOR QUINLAN INSTRUMENTS RENAL 
DIVISION, MCGAW ETHICALS OF GLEN INNES, AUCKLAND, 
CONFIRMSRECEIPT OF RECALL CABLE AND LETTER AND THE 
COMPANY ADVISES THAT APPROPRIATE ACTION HAS BEEN 
TAKEN. SELDEN 

NOTE BY OC/T; TELEGRAM DELAYED IN TRANSMISSION. 
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